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TAGS: PINT, NP 

SUB J : RELEASE OF RISHIKESH SHAH 
REF: KATHMANDU 3315 (NOTAL) 

1 . AS FAR AS WE CAN DETERMNE FROM TALKING WITH VARIOUS 
GOVERNMENT AND NON-GOVERNMENT CONTACTS, RISHIKESH SHAH 
HAS BEEN RELEASED FROM JAIL ON HIS OWN RECOGNIZANCE, 

RATHER THA ON BAIL AS ORIGINALLY REPORTED IN THE PRESS. 

HE IS OBLIGATED TO REPORT BACK TO THE COURT (IN THIS 
CASE, KATHMANDU ZONAL COMMMISSIONER) IN TWO WEEKS. 

AND PRESUMABLY A PERIODIC CHECKING-IN WILL CONTINUE UNTIL 
A DECISION IS MADE EITHER TO TRY HIM OR TO DROP THE CHARGES 
AGAINST HIM. SHAH TOLD ONE OF OUR SOURCES HE HAS NO IDEA 
WHICH WAY IT WILL GO, BUT IS APPREHENSIVE THAT WHEN HIS 
NEW BOOK (WHICH IS BEING PUBLISHED BY OXFORD UNIVERSITY 
PRES IN DELHI) COMES OUT IN SEPTEMBER OR OCTOBER, HE 
MAY BE UNDER THE GUN AGAIN. ONE POSSIBLE COURSE OF ACTION 
WHICH SOME SOURCES MENTION IS THAT SHAH WILL 
BE TRIED AND SENTENCED TO THREE MONTHS 
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IMPRISONMENT, THE PERIOD HE HAS ALREADY SERVED. 

2. THE KATHMANDU RUMOR MILL IS GIVING SOME CREDIT 
TO THE U.S. STAND ON HUMAN RIGHTS FOR RISHIKESH'S 
RELEASE. WE ARE AWARE ALSO THAT AT LEAST ONE 
NATIONAL CHAPTER OF AMNESTY INTERNATIONAL 

(SRI LANKA) AMDE REPRESENTATIONS TO KING BIRENDRA 
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ON SHAH'S BEHALF.AND ASSUME OTHERS MAY HAVE 
DONE SO ALSO. 

HECK 

CONFIDENTIAL 

NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: PRISONERS RELEASE 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 11 -Aug-1 977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977KATHMA03564 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Expiration: 

Film Number: D770289-1246 
Format: TEL 
From: KATHMANDU 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770872/aaaacjet.tel 

Line Count: 65 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 660ea45c-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION NEA 

Original Classification: CONFIDENTIAL 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 77 KATHMANDU 3315 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 02-Feb-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1634988 
Secure: OPEN 
Status: NATIVE 

Subject: RELEASE OF RISHIKESH SHAH 
TAGS: PINT, NP, (SHAH, RISHIKESH) 

To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/660ea45c-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



